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This is the first quarterly index of “Domestic Engineering”. 
in the future in the last issue in that quarter. We call the attention of our readers to the value of such an index 


We invite them to take special note of the separate classification of 


for reference. 


department is growing daily and every subject treated is arranged alphabetically. 
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An index for each quarter of the year will appear 


“Questions and Answers”. This 
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YOU CAN HELP TO MAKE THIS INDEX MORE INTERESTING EVERY QUARTER. 





We believe that every day in your life you come across something in connection with the plumbing, heating, 
ventilating and lighting business which is of general interest to our readers. You think it is of interest, for the next 
time you meet Bill Jonesin the same business, you tell him about it and spend an hour discussing it. 


Don’t keep all the good news to yourself. 


WE WANT YOU TO WRITE TO AND FOR “DOMESTIC ENGINEERING”. 





It is not necessary that you should be a writer to do this. What our readers want to know is what happened. 
You can write in pencil or with ink, without punctuation or with; with the backward or the forward slant; what’s 
the difference? We will undertake to present what you say in suitable and comprehensive style for the reading of 
your brethren in the craft. 

There are any amount of things to write about. You can help somebody who is asking questions in the 
“Questions and Answers Dept.” You can help yourself and others by asking a question. You can describe diffi- 
culties encountered in steam or hot-water installation, and the way you overcame them? You can sugest new 


lines of progress in the sanitary field. 














